Brief comment text:

I am against this loss of band usage.  This is not only loss for hams, but for the LORA  users (meshtastic).  We need a strong backup system for our Internet/Phone services.  We have seen too many times how something can affect communications.  This band can provide the backbone for emergency and backup communications.
